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TAGS: SWEL 

SUBJECT: MEDICAL TREATMENT OF ITALIAN SEAMAN 

REES: (A) ROME 9336 (DTG 090935Z JUN) 

(B) ROME 1 1312 (DTG 140948Z JULY) 

1 . DOD HAS JUST INFORMED US THAT THE KIDNEY TRANSPLANT 
REQUESTED FOR THE ITALIAN PETTY OEFICER, AND THE SCOPE 
OF THE RELATED TREATMENT UNEORTUNATELY IS NOT FEASIBLE 
AT WALTER REED ARMY MEDICAL CENTER. THE HOSPITAL HAS 

A WAITING LIST OE AUTHORIZED PATIENTS WHO ARE PENDING 
ORGAN TRANSPLANT OPERATIONS WHEN AND IE CADAVER ORGANS 
BECOME AVAILABLE. ADDITIONALLY, IT IS NOT POSSIBLE TO 
COMMIT LIMITED EACILITIES FOR THE PROLONGED AND INDEFINITE 
PATIENT CARE PERIOD REQUESTED. 

2. IF DESIRED, HOWEVER, MEDICAL EXAMINATION AND EVALUATION 
CAN BE PROVIDED AT WALTER REED. PLEASE ADVISE. 

3. DOD RESPONSE BEING POUCHED SEPARATELY. KISSINGER 
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